International Journal of Cardiac Imaging 7: 1991. 


Contents volume 7, 1991 


Vol. 7, No. 1 


B. Kastler, A. Livolsi, P. Germain, G. Z6llner and J.L. Dietemann, Evaluation of Blalock-Taussig shunts in 
newborns: value of oblique MRI planes 

H. Larsson, M. Areskog, N.-H. Areskog, E. Nylander, I. Nyman, E. Swahn and L. Wallentin, Should the 
exercise test (ET) be performed at discharge or one month later after an episode of unstable angina or 
non-Q-wave myocardial infarction? 

G. Koning, J.H.C. Reiber, C.D. von Land, G. Loois and B. van Meurs, Advantages and limitations of two 
software calipers in quantitative coronary arteriography 

U.J. Haag, O.M. Hess, S.E. Maier, M. Jakob, K. Liu, D. Meier, R. Jenni, P. Boesiger, M. Anliker and H.P. 
Krayenbuehl, Left ventricular wall thickness measurements by magnetic resonance: a validation study 

E.F. Brown, G.G. Hartnell, K. Morris and P. Wilde, Limitations in the use of five french coronary catheters 

G.J. Laarman and P.W. Serruys, Percutaneous coronary rotational angioplasty: preliminary clinical and 
quantitative imaging results 

M.S. Van Lysel, W.P. Miller, D.G. Senior, V.K. Gupta, D.J. Ende and D.J. Albright, Left ventricular dual- 

energy digital subtraction angiography: a motion immune digital subtraction technique 


International conference calendar 


Instructions to authors 


Vol. 7, No. 2 


G.B.J. Mancini and M.J. McGillem, Quantitative regional curvature analysis: validation in animals of a 
method for assessing regional ventricular remodelling in ischemic heart disease 

L. Mortelmans, E.Z. Cabrera, N. Dorny, J. Thoeng, M. Wauters, F. van de Werf, J. VanHaecke, M. de Roo 
and H. de Geest, Left ventricular function changes during pharmacological and physiological interven- 
tions and routine activities monitored in healthy volunteers by a portable radionuclide probe (VEST) 

C.J. Wolfkiel and B.H. Brundage, Measurement of myocardial blood flow by UFCT: towards clinical 
applicability 

B.R. Denef, A.E. Aubert and H. de Geest, The spectrum of left ventricular filling in severe aortic stenosis 

D.G.W. Onnasch, U. Jarrens, P.H. Heintzen, Determination of cardiac ejection and valvular regurgitant 
fraction by on-line digital densitometry — methodology, validation, and application 

R. Lim, L. Dyke and D.S. Dymond, Early prognosis after thrombolysis: value of exercise radionuclide 

ventriculography performed on anti-ischaemic medication 


73 


79 


89 
101 


113 


A 
= 


Review article 
A. de Roos, N.A.A. Matheijssen, J. Doornbos, P.R.M. van Dijkman, P.R. van Rugge and E.E. van der 
Wall, Myocardial infarct sizing and assessment of reperfusion by magnetic resonance imaging: a review 


Book reviews 


R. Underwood and D. Firmin, Magnetic resonance of the cardiovascular system (J.H.C. Reiber) 139 
C.B. Higgins, N.H. Silverman, B.A. Kersting-Sommerhoff and K. Schmidt, Congenital heart disease: 
Echocardiography and magnetic resonance imaging (G.B.J. Mancini) 140 


G.G. Hartnell, Clinical film viewing series: Cardiovascular system (G.B.J. Mancini) 


International conference calendar 


Vol. 7, Nos. 3-4 


Editorial 


N. El-Sherif, Electrophysiologic mechanisms of ventricular arrhythmias 141 
R.R. Fenici, G. Melillo and M. Masselli, Clinical magnetocardiography. 10 Years experience at the 
Catholic University 151 
A. van Oosterom and G.J. Huiskamp, A realistic torso model for magnetocardiography 169 
J. Nenonen and T. Katila: Mathematical modelling for biomagnetic localization 177 
R.S. Gonnelli, Automatic model selection for the ‘best localization’ of cardiac sources 185 
S. Yuan, P. Blomstrém, S. Pehrson and S.B. Olsson, Localization of cardiac arrhythmias: conventional 
noninvasive methods 193 
R.R. Fenici and G. Melillo, Biomagnetically localizable multipurpose catheter and method for MCG guided 
intracardiac electrophysiology, biopsy and ablation of cardiac arrhythmias 207 
W. Moshage, S. Achenbach, A. Weikl, K. Géhl and K. Bachmann, Clinical magnetocardiography: 
experience with a biomagnetic multichannel system 217 


V. Hombach, M. Kochs, P. Weismiiller, M. Clausen, E. Henze, P. Richter, M. Héher, A. Peper, T. Eggel- 
ing, W.-E. Adam and J. Edrich, Localization of ectopig ventricular depolarization by ispect-radionuclide 
ventriculography and by magnetocardiography. ISPECT and MCG for ectopig mapping 225 
M. Ma§akijarvi, Recording of abnormal late ventricular activity by high-resolution magnetocardiography 237 
F. Alessandrini, P. Santarelli, A.S. Montenero, R. Zamparelli, S. Bartoccioni, M. Morelli, G. Lanzillo, R. 
Schiavello and G.F. Possati, Surgical treatment of cardiac arrhythmias 


International conference calendar 


Index of authors volume 7, 1991 251 
Keyword index volume 7, 1991 252 
Instructions to authors 253 


Contents volume 7, 1991 


133 

140 
132 

iii 
242 


